42       DOCKETED ITEMS

9203230337 Monthly operating repts for Feb 1992 for Turkey Point Units 1 & 2.W/
920312 Itr.

GOLDIE.M.E., PLUNKETT.T.F. Florida Power & Light Co. 92/02/29. 9pp. 61077:348-
61077:356.

S. Reportabie occurrences, LERs & related correspondence

9203030123   Forwards   Rev   1   to   Part   21   rept.dtd   920204,re   Generators   EMD
A20,A20C,A20C1 & A20C2,adding Oyster Creek plant to list of affected users.
MITCHELL.M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear
Reactor Regulation, Director (Post 870411). 1 p. 60804:346-60805:005.

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C
generator.Rev adds Oyster Creek plant to list of affected users.

*  MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given, 5pp.
60804:347-60804:349.

9203180183 LER 92-001-00:on 920210,conc!uded that operability of switchgear w/
racked-down breakers could not be asssured. Caused by incomplete info re seismic
qualification of switchgear.Procedures revised.W/920311 Itr.

MOWREY.C.L, PLUNKETT.T.F. Florida Power & Light Co. 92/03/10. 4pp. 60997:225-
60997:229.

9203300130 Interim Part 21 rept re Westinghouse reactor vessel head adaptor tube
cracking.WOG approved Project Authorization on 920205 for Reactor Vessel Closure
Head Penetration Alloy 600 Primary Water Stress Corrosion Cracking.
PLUNKETT.T.F. Florida Power & Light Co. 92/03/23. Document Control Branch (Doc-
ument Control Desk). 2pp. 61164:337-61164:338.

9203300323 LER 91-OlO-00:on 910123.TS 3/4.7.7 violated by inadequate leak testing
of Fe-55 source.Caused by test instruments lack of sensitivity.Proper leak tests per-
formed on sealed sources & purchase/test procedures revised.W/920324 Itr.
MOWREY.C.L, PLUNKETT.T.F. Florida Power & Light Co. 92/03/24. 4pp. 61225:056-
61225:059.
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F. Security, medical, emergency & fire protection plans

9203040168 Forwards "Turkey Point Units 3 & 4 Semiannual Radioactive Effluent Re-
lease Rept.Jul-Dec 1991," Health Physics Procedure O-HPS-042.8, "Dewatering Con-
trols for Radwaste Liners" & Rev 8 to PT-51, "Solidification...."
PLUNKETT.T.F. Florida Power & Light Co. 92/02/28. Document Control Branch (Doc-
ument Control Desk). 1p. 60802:306-60803:056.

-9203040173 Health Physics Procedure O-HPS-042.8, "Dewatering Controls for Rad-
waste Liners."

*  Florida Power & Light Co. 91/10/22. 11pp. 60802:334-60802:344.

9203090250 Forwards summary of changes to Rev 11 to training & qualification plan
submitted via 911014 Itr.Previously submitted Rev 11 withdrawn & replaced w/encl
rev.Rev withheld.

PLUNKETT.T.F. Florida Power & Light Co. 92/03/05. Document Control Branch (Doc-
ument Control Desk). 1p. 60852:273-60852:273.

9203170360 Informs that util.in cooperation w/state of FL & county emergency re-
sponse agencies.will conduct exercise of plant radiological emergency plan on
920506.Scenario package for exercise encl.W/o encl.

PLUNKETT.T.F. Florida Power & Light Co. 92/03/06. Document Control Branch (Doc-
ument Control Desk). 1 p. 60974:337-60974:337.

9203170222   Revised   Emergency   Plan   Implementing   Procedure   20106,   "Natural
Emergencies."W/920309 Itr.
PLUNKETT.T.F. Florida Power & Light Co. 92/03/09. 39pp. 60982:001-60982:039.

9203260101 Forwards insp repts 50-250/92-05 & 50-251/92-05 on 920218-21 .No viola-
tions or deviations noted.

COLLINS.D.M. Region 2 (Post 820201). 92/03/18. GOLDBERG,J.H. Florida Power &
Light Co, 4pp. 61083:185-61083:189.

-9203260106 Partially withheld insp repts 50-250/92-05 & 50-251/92-05 on 920218-21
(ref   10CFR73.21).No   violations   noted.Major   areas   inspected:physical   security
program.including security program plans & audit & detection & assessment aids.
THOMPSONS. Region 2 (Post 820201). 92/03/16. 1p. 61083:189-61083:189.

J. Insurance & indemnity information

9203240369 Lists nuclear property insurance programs.per requirements under
10CFR50.54(w)(3).

BOHLKE.W.H. Florida Power & Light Co. 92/03/18, Document Control Branch (Docu-
ment Control Desk). 2pp. 61093:348-61093:349.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York. Inc. 32pp. 60997:001-60997:032.

9203050221 Forwards summary of items completed during dual unit outage.
PLUNKETT.T.F. Florida Power & Light Co. 92/01/14. Document Control Branch (Doc-
ument Control Desk). 6pp. 60823:320-60823:325.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203180084 Confirms 920219 telcon between LW Pearce of util & RC Butcher of
staff.granting regional waiver of compliance for facility per 920219 request.
EBNETER,S.D. Region 2 (Post 820201). 92/02/20. GOLDBERG.J.H. Florida Power &
Light Co. 4pp. 60936:005-60936:010.

-9203180090 Documents util request of Region 2 for 72 h temporary waiver of compli-
ance w/TS 3.6.1.3, "Containment Air Locks," action statement B.
PLUNKETT.T.F. Florida Power & Light Co. 92/02/19. EBNETER.S.D. Region 2 (Post
820201). 2pp. 60936:009-60936:010.

9203030261 Application for amends to Licenses DPR-31 & DPR-41 to extend date of
expiration so that forty yr term begins w/date of issuance of licenses rather than date
of issuance of CPs.

HARRIS.K.N. Florida Power & Light Co. 92/02/25. Document Control Branch (Docu-
ment Control Desk). 54pp. 60820:272-60820:325.

9203030366 Grants 910227 request to withhold info from public disclosure re util pro-
gram verifying design accuracy of mechanical & electrical equipment.
AULUCK.R. Project Directorate II-2. 92/02/26. BOLKE.W.H. Florida Power & Light Co.
3pp. 60782:035-60782:037.

9203030405 Requests withholding of info in EPRI rept NP-6560-L, "Human Reliability
Analysis Approach Using Measurements for Individual Plant Exam," per 10CFR2.790.
AULUCK.R. Project Directorate II-2. 92/02/26. MACCOUN.J.W. Electric Power Re-
search Institute. 3pp. 60774:314-60774:316.

9203040258 Requests addl info on swing bus transfer scheme for review of TS change
request for undervoltage setpoints at 480V Load Ctrs.

AULUCK.R. Project Directorate II-2. 92/02/28. GOLDBERG.J.H. Virginia Power (Vir-
ginia Electric & Power Co.). 3pp. 60799:167-60799:169.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York. Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York. Inc. 12pp. 61085:001-61085:012.

9203170219 Forwards response to NRC 911227 request for addl info on Generic Ltr 88-
20 re Individual Plant Exams for Severe Accident Vulnerabilities.Revised Section 3.4
of plant PRA final rept also encl.

BOHLKE.W.H. Florida Power & Light Co. 92/03/11. Document Control Branch (Docu-
ment Control Desk). 150pp. 60983:001-60983:180.

9203260330 Summary of 920227 meeting w/util in Rockville.Md re seismic adequacy
verification of equipment at St Lucie Plant.unit 1 & Turkey Point Plant.units 3 & 4.List
of attendees encl.

RAGHAVEN.L   Project  Directorate  II-2.   92/03/18.   Project   Directorate   II-2.   7pp.
61092:342-61092:348.

9203260280 Notification of 920401 meeting w/util in Rockville.MD to discuss general
licensing issues.

RAGHAVAN.L, NORRIS.J. Project Directorate II-2. 92/03/25. BERKOW.H.N. Project
Directorate II-2. 3pp. 61165:081-61165:083.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9203180144 Forwards insp repts 50-250/91-52 & 50-251/91-52 t>n 911228- 920124 &
notice of violation.NRC concerned about violation because of importance of conduct-
ing adequate pre-job briefings in order to properly anticipate sys problems.
SINKULE.M.V. Region 2 (Post 820201). 92/02/20. GOLDBERG.J.H. Florida Power &
Light Co. 3pp. 60936:186-60936:204.

-9203180148 Notice of violation from insp on 911228-920124.Violation noted:adequate
evolution briefing not conducted prior to investigation of possible malfunction of pres-
surizer control group heaters w/unit 3 at 100% power.
* Region 2 (Post 820201). 92/02/20. 2pp. 60936:189-60936:190.

-9203180153 Insp repts 50-250/91-52 & 50-251/91-52 on 911228-920124. Violation
noted.Major areas inspected:monthly surveillance observations.monthly maint
observations.operational safety & plant events.

BUTCHER.R.C., SCHNEBLI.G.A., TROCINE.L Region 2 (Post 820201). 92/02/20.
14pp. 60936:191-60936:204.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9203100060 Forwards insp repts 50-250/92-01 & 50-251/92-01 on 920114-17.No viola-
tions or deviations noted.

JULIAN.C.A. Region 2 (Post 820201). 92/02/21. OLDBERG.J.H. Florida Power &
Light Co. 3pp. 60843:248-60843:257.

-9203100069 Insp repts 50-250/92-01 & 50-251/92-01 on 920114-17.No violations or
deviations noted.Major areas inspected: structural design criteria audit & site insp of
structures by team from NRR structural/geosciences branch.

LENAHAN.J.J.,  BLAKE.J.J.  Region 2 (Post 820201).  92/02/20.  7pp.  60843:251-
60843:257.

9203100113 Confirms 920316-20 dates for insp of program developed per generic Itr
89-10, "Safety-Related Motor-Operated Valve Testing & Surveillance." Verifies under-
standing that listed info will be forwarded to NRC.

JULIAN.C.A. Region 2 (Post 820201). 92/02/21. GOLDBERG.J.H. Florida Power &
Light Co. 3pp. 60844:129-60844:131.2:307-60802:333.
